(NHANES I, 1971-75), According to Smoking Status at Follow-up (NHEFS, 1982-84) by Type of Respondent at Follow-up
Smoking Status Reported at Follow-up				
Baseline Smoking	Ever	Never		Total
Status (NHANES I)	No.	Percent           No.	Percent	No.
Type of Follow-up Respondent: Self				
Ever	2,675	95.6                  125	5.6	2,800
Never	122	4.6               2,107	94.4	2,229
Total	2,797	100.0               2,232	100.0	5,029
Type of Follow-up Respondent: Proxy				
Ever	329	95.1                   38	12.9	367
Never	17	4.9                 256	87.1	273
Total	346	100.0                 294	100.0	640
SOURCE: Information obtained from National Center for Health Statistics (S. R. Machlin, i. C. Kleinman, J. H. Madans, personal communications).
TABLE 6-3   Percent Distribution of Smoking Status at Baseline Exam (NHANES I, 1971-75), According to Smoking Status at Follow-up (NHEFS, 1982-84) by Type of Respondent at Follow-up
Smoking Status Reported at Follow-up				
Baseline Smoking Status (NHANES 1)	Current No.	Not Current Percent            No.                  Percent		Total No.
Current	1,722	Type 89.5	of Follow-up Respondent: Self 124                   4.0	1,846
Not Current	202	10.5	2,981                 96.0	3,183
Total	1,924	100.0	3,105              100.0	5,029
Current	186	Type of Fol low-up Respondent: Proxy 83.4                   24                  5.8		210
Not Current	37	16.6	393                94.2	430
Total	223	100.0	417              100.0	640
SOURCE: Information obtained from National Center for Health Statistics (S. R. Machlin, J. C. Kleinman, and J. H. Madans, personal communication).e results are discussed iter in the section concerned with confounding.
